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Temperatures -*• " Model cut out between June 6 and June 9, 1862: see MS. notes of that time."
A query (?) is marked on the model as to whether the plane face (which is a section through the boiling-line in No. 2) should be undercut as in No. 2 into a curved surface.
Temperatures -*-
" Cut 9th May 1869:  see also 1862 papers." The third dimension is pressure: the critical lines are plane sections.
SOLID MODELS GIVING  CUEVES  OF CHANGE  OF  STATE.